Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 

Message Text 

UNCLASSIFIED 

PAGE 01 BONN 07865 271320Z 
ACTION EB-08 

INFO OCT-OI EUR-I2 ISO-00 /021 W 

069402 28I50IZ/53 

R27I3I4Z APR78 
FM AMEMBASSY BONN 
TO USDA/FAS WASHDC 
INFO SECSTATE WASHDC 8074 

UNCLAS BONN 07865 

TOFAS 187 

FOR BEVIS 

E.O. 1 1652: N/A 
TAGS: EAGR, W 

SUBJECT: PURCHASE OF FIVE-DRAWER SAEE 


REE: A. STATE 099480 B.FAST0 46 C. TOEAS 74 
D. EASTO 78 E. ANDERSON'S LETTER TO BEVIS 1/18/78 


1. REF A INFORMS US THAT STATE GENERALLY DOES NOT 
APPROVE TWO-DRAWER SAFES FOR POSTS, BECAUSE TWO-DRAWER 
SAFES REQUIRE SAME AMOUNT OF SPACE AS FIVE-DRAWER 
SAFES WITH LESS STORAGE CAPACITY. STATE RECOMMENDS 
POST REQUEST FIVE-DRAWER SAFE FOR AGATT OFFICE, 

IN REPLACEMENT REPEAT REPLACEMENT OF FOUR-DRAWER 
LOCKBAR CABINET NOW IN USE. 


2. AS STATED IN REF C, ESTIMATED COST OF CLASS 6 
MOSLER FIVE-DRAWER SAFE IS AS FOLLOWS: 


N.S.N. 7110-919-9193K, CLASS 6 FIVE-DRAWER 
SERIES 8400 LOCK-$565; U.S. INLAND FREIGHT-$45; 
EST. OCEAN FREIGHT-$282.50. TOTAL COST-$892.50. 
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3. APPRECIATE YOUR RESPONSE ASAP DIRECTING EMBASSY 
TO PURCHASE EITHER A TWO OR FIVE-DRAWER SAFE. OUR 
REQUEST FOR FIVE-DRAWER SAFE BASED UPON PRESENT AND 
PROBABLE FUTURE REQUIREMENTS. OUR EXPERIENCE SINCE 
LETTER OF JANUARY 18, 1978, INDICATES THAT FIVE-DRAWER 
WOULD OFFER NEEDED FLEXIBILITY AND PROBABLE LONG- 
TERM ADVANTAGES. 
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